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Message Text 


UNCLASSIFIED 

PAGE 01 KABUL 06315 262025Z 

61 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

011176 

R 241018Z SEP 75 
FM AMEMBASSY KABUL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4423 

UNCLAS KABUL 6315 

E. O. 11652: N/A 
TAGS: BEXP, AF 

SUBJECT: GOVERNMENT TENDER: WATER PUMPS 

1. 531/01/T-0002 

2. 092475 

3. D. MCGAFFEY 

4. 531 AFGHANISTAN 

5. Q 

6. A. WRITE TO: 

B. MR. H.J.S. MARPLES 

C. HERAT LIVESTOCK DEVELOPMENT CORPORATION 
P. O. BOX 7 

HERAT, AFGHANISTAN 

7. - 

8 . - 

9. 200 

10. 3561 1 XX— 0500. PHASE 1-400 WATER PUMPS, ESTIMATED 230 
SHALLOW DRAFT, 170 DEEP WELLS; HHASE 11-1200 PUMPS, ESTIMATED 
700 SHALLOW DRAFT, 500 DEEP WELLS. SHALLOW DRAFT PUMPS FOR 
UNCLASSIFIED 

UNCLASSIFIED 
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DEPTHS OF SIX TO THIRTY METERS, 10 TO 25 LITRE/SECOND 
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CAPACITY, 8 TO 18 HP. DEEP WELL PUMPS FOR 30 TO 80 METER 
WELLS, CAPACITY TO 100 LITRE/SEC, 20 TO 60 HP. CURRENTLY 
REQUIRE DIESEL-POWER UNITS; LATER ORDERS MAY USE ELECTRIC- 
POWERED UNITS. OFFERS SHOULD INCLUDE COMPLETE TECHNICAL 
DESCRIPTION AND LITERATURE. ORDER WILL INCLUDE SPARE 
PARTS SO MANUFACTURERS' RECOMMENDATION FOR STOCK OF 
SPARES DESIRED. SERVICING IS A CRITICAL FACTOR. INCLUDE 
WITH OFFER SERVICE MANUAL, MANUFACTURER'S ESTIMATE OF 
LEVEL OF SKILLS NECESSARY TO ADEQUATELY MAINTAIN EQUIPMENT. 

1 1 . IBRD LOAN MAY FINANCE PURCHASE. CURRAN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975KABUL06315 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750335-0112 
From: KABUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750923/aaaaatnd.tel 

Line Count: 72 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 JUN 2003 by MaustMC>; APPROVED <1 0 FEB 2004 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GOVERNMENT TENDER: WATER PUMPS 
TAGS: BEXP, AF 
To: COM 
Type: TE 
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